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ENVIRONMENTAL  PROTECTION 
AGENCY 

[  40  CFR  Part  126  1 

NATIONAL  POLLUTANT  DISCHARGE 
ELIMINATION  SYSTEM 

Proposed  Forms  and  Guidelines  for 
Acquisition  of  Information  From 
Owners  and  Operators  of  Point 
Sources 

November  21,  1972. 
Notice  is  hereby  given  that  the  forms 
and  guidelines  set  forth  in  tentative  form 
below  are  proposed  by  the  U.S.  Environ¬ 
mental  Protection  Agency.  The  proposed 
forms  and  accompanying  instructions 
describe,  pursuant  to  the  authority  con¬ 
tained  in  section  304(h)(1)  of  the  Fed¬ 
eral  Water  Pollution  Control  Act  Amend¬ 
ments  of  1972  (86  Stat.  816;  33  U.S.C. 

_ (1972)  (hereinafter  referred  to  as 

the  “Act”),  requirements  for  the  acqui¬ 
sition  of  information  from  owners  and 
operators  of  point  sources  subject  to  the 
National  Pollutant  Discharge  Elimina¬ 
tion  System. 

Section  402  of  the  Act  creates  a  Na¬ 
tional  Pollutant  Discharge  Elimination 
System  (hereinafter  referred  to  as  the 
“NPDES”)  under  which  the  Administra¬ 
tor  of  the  Environmental  Protection 
Agency  may,  after  opportunity  for  pub¬ 
lic  hearing,  issue  permits  for  the  dis¬ 
charge  of  any  pollutant  or  combination 
of  pollutants,  upon  condition  that  such 
discharge  will  meet  all  applicable  re¬ 
quirements  of  the  Act  relating  to  efflu¬ 
ent  limitations;  water  quality  standards 
and  implementation  plans,  new  source 
performance  standards,  toxic  and  pre¬ 
treatment  effluent  standards,  inspections, 
monitoring,  and  entry  provisions,  and 
guidelines  establishing  ocean  discharge 
criteria.  Section  402  also  provides  that 
States  desiring  to  administer  their  own 
permit  programs  may  submit  a  full  and 
complete  description  of  such  a  program 
to  the  Administrator  for  approval.  The 
Administrator  is  to  approve  a  State’s 
program,  and  suspend  issuance  of  per¬ 
mits  under  section  402,  unless  he  deter¬ 
mines  that  the  State  does  not  possess 
adequate  authority  to  perform  certain 
acts  detailed  in  402(b)  of  the  Act.  The 
State  also  must  have  an  approved  con¬ 
tinuing  planning  process  under  section 
303(e)  of  the  Act  before  approval  of  its 
permit  program  can  be  granted.  In  addi¬ 
tion  to  these  requirements,  a  State  per¬ 
mit  program  cannot  be  approved  unless 
it  conforms  to  guidelines  issued  under 
section  304(h)  (2)  of  the  Act  prescrib¬ 
ing  minimum  procedural  and  other  ele¬ 
ments  of  any  State  program  under  sec¬ 
tion  402.  These  latter  guidelines  were 
published  in  the  Federal  Register  on 
Saturday,  November  11,  1972,  37  F.R.  219 
(1972). 

Section  402  (k)  of  the  Act  requires  all 
owners  or  operators  of  point  sources  to 


apply  for  a  permit  to  discharge  pursuant 
to  section  402  within  180  days  of  the  date 
of  enactment  if  the  discharge  is  not  to 
be  a  violation  of  the  Act.  Section  304 
(h)  (1)  directs  the  Administrator  to  pro¬ 
mulgate  guidelines  for  the  acquisition  of 
information  from  owners  and  operators 
of  point  sources  of  discharge  subject  to 
any  State  program  under  section  402. 
These  guidelines  which  are  the  subject 
of  this  notice,  include  four  application 
short  forms  and  a  form  for  the  reporting 
by  permit  holders  of  monitoring  results 
and  general  and  specific  instructions  for 
the  use  of  the  forms. 

With  the  exception  of  those  facilities 
within  the  jurisdiction  of  a  municipal 
wastewater  treatment  authority  serving 
over  10,000  population,  and  as  provided 
in  the  general  instructions  accompany¬ 
ing  the  proposed  application  short  forms, 
each  owner  or  operator  of  a  point  source 
of  discharge  of  pollutants  must  complete 
and  submit  a  short  form  which  corre¬ 
sponds  to  the  type  of  discharge  as 
follows: 

Short  Form  A — Municipal  Wastewater  Treat¬ 
ment  Facilities. 

Short  Form  B — Agriculture,  Forestry  and 
Fishing. 

Short  Form  C — Manufacturing  Establish¬ 
ments. 

Short  Form  D — Services,  Wholesale  and  Re¬ 
tail  Trade,  and  All  Other  Commercial 
Establishments  Not  Engaged  in  Manufac¬ 
turing  or  Agriculture. 

Accompanying  each  application  short 
form  are  specific  instructions  for  use  in 
filling  out  and  submitting  the  short 
forms.  Any  person  who  follows  the  gen¬ 
eral  instructions  and  properly  fills  out 
and  submits  the  appropriate  short  forms 
herein  will  have  satisfied  the  initial 
NPDES  filing  requirements.  In  many 
cases,  however,  additional  information 
and  analyses  will  be  required  of  the  ap¬ 
plicant.  Standard  forms  for  the  submis¬ 
sion  of  additional  information  and  anal¬ 
yses  will  be  proposed  in  this  part  at  a 
future  date  along  with  instructions  for 
their  use.  Also  proposed  is  a  discharge 
monitoring  report  form.  Instructions  for 
the  discharge  monitoring  report  form 
are  printed  on  the  form  itself. 

All  forms  proposed  or  to  be  proposed  in 
the  future  herein  are  to  be  used  by  the 
Administrator  of  the  Environmental  Pro¬ 
tection  Agency  and  by  approved  State 
programs  as  a  principal  means  of  ac¬ 
quiring  information  from  owners  and 
operators  of  point  sources.  The  four 
short  application  forms  proposed  herein 
and  the  standard  application  forms  to 
be  proposed  shortly  are  included  within 
the  meaning  of  the  term  “NPDES  appli¬ 
cation  form”  as  that  term  is  used  in  the 
guidelines  published  under  section  304 
(h)  (2)  of  the  Act.  The  discharge  moni¬ 
toring  report  form  is  included  within 
the  meaning  of  the  term  “NPDES  report¬ 
ing  form”  as  that  term  is  used  in  the 
guidelines  published  under  section  304 
(h)(2)  of  the  Act. 

Because  of  the  importance  of  promptly 
making  application  forms  available  for 


the  use  of  the  Administrator  and  all 
States  participating  in  the  NPDES  and 
because  of  the  60-day  deadline  imposed 
by  section  304(h)  (1)  of  the  Act,  the  Ad¬ 
ministrator  finds  good  cause  to  restrict 
the  time  for  comment  upon  the  proposed 
forms  and  guidelines  to  15  days.  It  is 
hoped  that  interested  persons  will  submit 
their  comments  in  writing  within  such 
15-day  period  so  that  they  may  be 
considered  prior  to  the  deadline  for 
promulgation. 

Prior  to  the  adoption  of  the  proposed 
forms  and  guidelines,  consideration  will 
be  given  to  any  comments,  suggestions, 
or  objections  thereto  which  are  sub¬ 
mitted  in  writing  to  the  Office  of  En¬ 
forcement  and  General  Counsel,  Wash¬ 
ington,  D.C.  20460,  within  a  period  of 
15  days  from  the  date  of  publication  of 
this  notice  in  the  Federal  Register.  In 
addition,  interested  persons  wishing  to 
have  their  comments  considered  in  the 
clearance  of  the  proposed  revisions  in 
the  report  forms  pursuant  to  44  U.S.C. 
3501-3511  may,  at  the  same  time,  submit 
a  conformed  copy  of  their  comments  di¬ 
rectly  to  the  Clearance  Officer,  Statisti¬ 
cal  Policy  Division,  Office  of  Management 
and  Budget,  Washington,  D.C.  20503. 

William  D.  Ruckelshaus, 
Administrator. 

November  29, 1972. 

National  Pollutant  Discharge  Elimination 
Ststem  Application  for  Permit  to  Dis¬ 
charge  (Short  Form)  (Form  No. - ) 

GENERAL  INSTRUCTIONS 

The  Federal  Water  Pollution  Control  Act, 
as  amended  by  Public  Law  92-500  enacted 
October  18,  1972,  prohibits  any  person  from 
discharging  pollutants  into  a  waterway  from 
a  point  source  (see  definitions  below) ,  unless 
his  discharge  is  authorized  by  a  permit  Issued 
either  by  the  US.  Environmental  Protection 
Agency  or  by  an  approved  State  Agency.  (See 
“Procedures  for  Filing”.) 

REQUIREMENTS 

If  you  have  a  discharge  or  discharges,  such 
as  that  described  in  the  first  paragraph  of 
these  instructions,  you  must  complete  one 
of  the  following  forms  to  apply  for  a  dis¬ 
charge  permit.  The  forms  differ  by  types  of 
discharges  as  indicated  below: 

Short  Form  A — Municipal  Wastewater  Treat¬ 
ment  Facilities. 

Short  Form  B — Agriculture,  Forestry  and 
Fishing. 

Short  Form  C — Manufacturing  Establish¬ 
ments. 

Short  Form  D — Services,  Wholesale  and  Re- 
taU  Trade,  and  All  Other  Commercial  Es¬ 
tablishments  Not  Engaged  In  Manufactur¬ 
ing  or  Agriculture. 

If  your  business  or  activity  involves  pro¬ 
duction  of  both  raw  products  and  ready- 
for-market  products  you  may  be  required  to 
complete  two  of  the  above  forms.  For  ex¬ 
ample,  if  you  produce  a  raw  product  such  as 
milk  and,  on  the  same  site,  process  the  raw 
milk  into  cheese,  you  must  complete  Form 
B — Agriculture,  and  Form  C — Manufactur¬ 
ing. 

EXCLUSIONS 

You  are  not  required  to  obtain  a  permit 
for  the  following  types  of  waste  discharges: 

(1)  Sewage  discharged  from  vessels  (e.g., 
ships) ;  or 
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(2)  “Water,  gas,  and  other  materials  in¬ 
jected  into  a  well  to  facilitate  production 
of  oil  or  gas,  or  water  derived  In  association 
with  oil  or  gas  production  and  disposed  of 
in  a  well”  where  authorized  by  the  State 
in  which  the  well  Is  located;  or 

(3)  Those  discharges  directed  solely  to  a 
publicly  owned  waste  treatment  facility 
(however,  discharges  originating  from  pub¬ 
licly  owned  waste  treatment  facilities  are 
not  excluded). 

Note:  Municipal  and  manufacturing  dis¬ 
chargers  that  believe  they  are  exempt  due  to 
Item  3,  are  requested  to  complete  certain 
Items  and  return  the  form  (see  “Procedures 
for  Filing”) . 

PROCEDURES  FOR  FILING 

Copies  of  all  forms  are  available  at  State 
water  pollution  control  agencies  and  at  all 
Environmental  Protection  Agency  Regional 
Offices  (see  attached  table). 

Data  submitted  on  these  forms  are  to  be 
used  as  a  basis  for  Issuing  discharge  permits. 
Depending  on  the  adequacy  and  nature  of 
the  data  submitted,  you  may  be  called  upon 
for  additional  information  before  a  permit 
is  granted. 

If  you  have  any  questions  as  to  whether  or 
not  you  need  a  permit  under  this  program, 
contact  your  State  water  pollution  control 
agency  or  the  nearest  Regional  Office  of  the 
U.S.  Environmental  Protection  Agency.  A  list 
of  EPA  Regional  Offices  Is  In  the  attached 
table. 

Complete  the  appropriate  form(s)  for  your 
operation,  being  sure  that  each  Item  is  con¬ 
sidered  and  the  required  data  submitted.  If 
an  item  does  not  apply,  please  enter  in  the 
appropriate  place  “Not  Applicable”  or  “NA” 
to  show  that  the  Item  was  given  considera¬ 
tion.  Most  of  the  Items  on  the  form  require 
the  checking  of  one  or  more  of  several  pos¬ 
sible  answers. 

Check  the  items  which  most  nearly  apply 
to  you  and  your  operation.  If  you  have  re¬ 
ceived  a  form  and  determined  that  you  are 
not  required  to  obtain  a  permit,  fill  out  the 
requested  Information  and  return  the  ap¬ 
plication  as  described  below  without  the 
designated  registration  fee. 

Mall  the  original  of  the  completed  form, 
together  with  a  registration  tee  of  ten  dollars 
($10)  for  each  application,  to  the  EPA  Re¬ 
gional  Office  which  has  Jurisdiction  over  the 
State  In  which  you  are  located,  unless  the 
State  In  which  you  are  located  has  a  federally 
approved  permit  program.  If  unknown,  con¬ 
sult  your  EPA  Regional  Office  to  determine  If 
your  State  has  an  approved  program  and  the 
mailing  address  of  the  designated  State 
agency. 

Agencies  or  instrumentalities  of  Federal, 
State,  or  local  governments  will  not  be  re¬ 
quired  to  pay  any  fee  with  the  filing  of  an 
application  for  a  permit. 

Applications  for  existing  discharges  must 
be  filed  with  your  EPA  Regional  Office  or  ap¬ 
proved  State  agency  by  April  16,  1973.  Appli¬ 
cants  who  have  applied  for  a  permit  to  the 
U.S.  Corps  of  Engineers  under  the  Refuse  Act 
permit  program  need  not  reapply.  New  dis¬ 
charges  commencing  on  or  after  June  16, 
1973,  must  apply  no  later  than  180  days  In 
advance  of  the  date  the  discharge  Is  due  to 
begin.  New  discharges  beginning  on  or  be¬ 
fore  June  15,  1973,  must  apply  a  minimum 
of  60  days  in  advance  unless  a  delay  Is  ap¬ 
proved  by  the  EPA  Regional  Administrator. 


DEFINITIONS 


1.  A  “person”  Is  an  individual,  partnership, 
corporation,  association.  State,  munclplallty, 
commission,  other  political  subdivision  of  a 
State,  any  interstate  body,  or  any  agency  or 
instrumentality  of  the  Federal  Government. 

2.  A  “pollutant”  Includes  dredged  spoil, 
solid  waste,  Incinerator  residue,  sewage,  gar¬ 
bage,  sewage  sludge,  munitions,  chemical 
wastes,  biological  materials,  radioactive  ma¬ 
terials,  heat,  wrecked  or  discarded  equip¬ 
ment,  rock,  sand,  cellar  dirt,  and  industrial, 
municipal  and  agricultural  waste  discharged 
into  water. 

3.  A  “point  source”  Includes  a  pipe,  ditch, 
channel,  tunnel,  conduit,  well,  discrete  fis¬ 
sure,  container,  rolling  stock,  concentrated 
animal  feeding  operation,  or  vessel  or  other 
floating  craft  from  which  pollutants  are  or 
may  be  discharged. 

4.  The  term  “municipality”  means  a  city, 
town,  borough,  county,  parish,  district,  as¬ 
sociation,  or  other  public  body  created  by  or 
pursuant  to  State  law  and  having  Jurisdic¬ 
tion  over  disposal  of  sewage.  Industrial 
wastes,  or  other  wastes,  or  an  Indian  tribe 
or  an  authorized  Indian  tribal  organization, 
or  a  designated  and  approved  areawide  waste 
treatment  management  agency. 


Addresses  or  EPA  Regional  Offices  and  States 
Within  Their  Jurisdiction 


Region  and  address 
I.  Regional  Administrator, 
Region  I,  Environ¬ 
mental  Protection 
Agency,  John  F. 
Kennedy  Federal  Bldg., 
Room  2303,  Boston, 
Mass.  02203.  ATTEN¬ 
TION:  Permits  Branch. 

II.  Regional  Administrator, 
Region  II,  Environ¬ 
mental  Protection 
Agency,  26  Federal 
Plaza,  Room  908,  New 
York.  NY  10007.  ATTEN¬ 
TION  :  Permits  Branch. 


State 

Connecticut,  Maine, 
Massachusetts, 
New  Hampshire, 
Rhode  Island, 
Vermont. 


New  Jersey,  New 
York,  Virgin 
Islands,  Puerto 
Rico. 


Region  and  address 

III.  Regional  Administrator, 

Region  III,  Environ¬ 
mental  Protection 
Agency,  Curtis  Bldg., 
6th  and  Walnut  Sts., 
Philadelphia,  PA  19106. 
ATTENTION: 

Permits  Branch. 

IV.  Regional  Administrator, 

Region  IV,  Environ¬ 
mental  Protection 
Agency,  1421  Peachtree 
St.  NE.,  Atlanta,  GA 
30309.  ATTENTION: 
Permits  Branch. 

V.  Regional  Administrator, 
Region  V,  Environ¬ 
mental  Protection 
Agency,  1  North 
Wacker  Dr.,  Chicago,  IL 
60606.  ATTENTION: 
Permits  Branch. 

VI.  Regional  Administrator, 
Region  Vi,  Environ¬ 
mental  Protection 
Agency,  1600  Patterson 
St.,  Suite  1100,  Dallas, 
TX  75201.  ATTEN¬ 
TION:  Permits  Branch. 

VII.  Regional  Administrator, 
Region  VII,  Environ¬ 
mental  Protection 
Agency,  1735  Baltimore 
Ave.,  Kansas  City,  MO 
64108.  ATTENTION: 
Permits  Branch. 

VIII.  Regional  Administrator, 
Region  VIII,  Environ¬ 
mental  Protection 
Agency,  1860  Lincoln 
St.,  Suite  900,  Denver, 
CO  80203.  ATTEN¬ 
TION:  Permits  Branch. 

IX.  Regional  Administrator, 
Region  IX,  Environ¬ 
mental  Protection 
Agency,  100  California 
St.,  San  Francisco,  CA 
94111.  ATTENTION: 
Permits  Branch. 

X.  Regional  Administrator, 
Region  X,  Environ¬ 
mental  Protection 
Agency,  1200  6th  Ave., 
Seattle,  WA  98101. 
ATTENTION:  Permits 
Branch. 


State 

Delaware,  District 
of  Columbia, 
Maryland, 
Pennsylvania, 
Vlrgh  la,  West 
Virginia. 


Alabama,  Florida, 
Georgia, 
Kentucky, 
Mississippi, 
North  Carolina, 
South  Carolina, 
Tennessee. 

Illinois,  Indiana, 
Michigan, 
Minnesota,  Ohio, 
Wisconsin. 


Arkansas, 
Louisiana, 
New  Mexico, 
Oklahoma, 
Texas. 


Iowa,  Kansas, 
Missouri, 
Nebraska. 


Colorado,  Montana, 
North  Dakota, 
South  Dakota, 
Utah,  Wyoming. 


Arizona,  California, 
Hawaii,  Nevada, 
Guam,  American 
Samoa. 


Alaska,  Idaho, 
Oregon, 
Washington. 


National  Pollutant  Discharge  Elimination  System  Application  for  Permit  To 
Discharge — Short  Form  A 

TO  BE  FILED  ONLY  BY  MUNICIPAL  TREATMENT  PLANTS 

Do  not  attempt  to  complete  this  form  before  reading  the  accompanying  instructions 

1.  Name  of  responsible  organization - - 

2.  Facility  Information: 

A.  Name  _ - 

B.  Street  address - - 

C.  City _  D.  County _ 

E.  State .  P.  ZIP . - 

3.  If  all  of  your  waste  Is  discharged  Into  a  publicly  owned  waste  treatment  facility  and  to  the 
best  of  your  knowledge  you  are  not  required  to  obtain  a  discharge  permit,  check  here  □ 
and  supply  the  following  information: 


A.  Name  of  responsible  organization  receiving  waste - 

B.  Facility  receiving  waste : 

1.  Name _ _ _ — — - — - 

2.  Street  address - 

3.  City _  4.  County 

5.  State .  6.  ZIP  ... 

C.  Average  flow  into  facility,  mgd  (check  one) 


0-0.0099 

(1) 

0.01-0.049 

(2) 

a  05-0. 099 

(3) 

ai-<X49 

(4) 

0.5-0.99 

(5) 

1. 0-4. 9  1 

(8) 

5  or  more 

(7) 
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Sign  and  return  this  form  to  the  proper  reviewing  office  (see  instructions)  DO  NOT 
COMPLETE  THE  REMAINDER  OF  THIS  FORM. 

4.  Type  of  treatment: 

A.  □  None  B.  □  Primary  C.  □  Intermediate  D.  □  Secondary  E.  □  Advanced 

5.  Design  flow  of  facility _ mgd. 

6.  Percent  BOD  removal  (actual) : 

A.  □  0-29.9  B.  □  30-64.9  C.  □  65-64.9  D.  □  85-94.9  E.  □  95  or  more 

7.  Population  served : 

A.  □  1-199  B.  □  200-499  C.  □  500-999  D.  □  1,000-4,999  E.  □  5,000-9,999 
F.  □  10,000  or  more 

8.  Number  of  separate  discharge  points: 

A.  □  1  B.  □  2  C.  □  3  D.  □  4  E.  □  5  F.  □  6  or  more 

9.  Description  of  waste  water  discharged  to  surface  waters  only  (check  as  applicable). 


Flow,  MGD  (million  gallons  per  operating  day) 

Amount  treated  before 

discharging,  percent 

Discharge  per 

operating  day 

o-  I  o.oi- 

0.05- 

1  0. 1- 

0.6- 

1.0- 

6  or 

None 

0. 1 

36- 

65- 

95 

o.  ooyy  o.  049 

0.099 

0.49 

0.99 

49 

more 

29.9 

649 

949 

100 

(1)  j  (2) 

(3) 

(4) 

(8) 

(«) 

(7) 

(8) 

(9) 

(10) 

(U) 

(12) 

A  Average . | 

1J.  Maximum . 

1  1 

1 

10.  If  any  waste  water,  treated  or  untreated,  is  discharged  to  places  other  than  surface 
waters,  check  below  as  applicable. 


Flow,  MOD  (million  gallons  per  operating  day) 


Waste  water  is 
discharged  to 

0-0.0099 

0) 

0.01-0.049 

(2) 

0.05-0.099 

(3) 

0.1-0.49 

(4) 

0.6-0.99 

(8) 

1.0-4. 9 

(6) 

8  or  more 

(7) 

A.  Deep  Well . 

11.  Evaporation  lagoon _ 

1  1  1 

C.  Other,  specify: 

1 

11.  Is  any  sludge  ultimately  returned  to  a  waterway? 

A.  □  yes  B.  □  no 

12.  a.  Do  you  receive  industrial  waste?  1.  □  yes  2.  □  no 

b.  If  yes,  enter  approximate  number  of  industrial  dischargers  into  system _ 

13.  Type  of  collection  sewer  system: 

A.  □  Separate  storm  B.  □  Separate  sanitary 

C.  □  Combined  sanitary  and  storm 

D.  □  Both  separate  and  combined  sewer  systems 

14.  Receiving  water  name _ 

15.  Does  the  discharge  contain  any  materials  which  may  be  toxic  to  humans  or  other  living 
organisms  other  than  normal  domestic  wastewater? 

A.  □  yes  B.  □  no 


Yr.  Mo.  Day 


certify  that  I  am  familiar  with  the  Information 
contained  in  this  report  and  that  to  the  best 
of  my  knowledge  and  belief  such  information 
is  true,  complete,  and  accurate. 


Slgnatureof  Principal  Executive  Officer 
or  Authorized  Agent 


18  U.S.C.  Section  1001  provides  that: 

Whoever,  in  any  matter  within  the  Jurisdiction  of  any  department  or  agency  of  the 
United  States  knowingly  and  wilfully  falsifies,  conceals,  or  covers  up  by  any  trick,  scheme, 
or  device  a  material  fact,  or  makes  any  false,  fictitious,  or  fraudulent  statements  or  repre¬ 
sentations;  or  makes  or  uses  any  false  writing  or  document  knowing  same  to  contain  any 
false,  fictitious,  or  fraudulent  statement  or  entry,  shall  be  fined  not  more  than  $10,000  or 
imprisoned  not  more  than  5  years,  or  both. 


Short  Form  A — Specific  Instructions 

MUNICIPAL  TREATMENT  PLANTS 

Item.  1.  This  is  the  name  of  the  organiza¬ 
tion  responsible  for  the  facility  named  in 
item  2. 

Item  2.  When  a  community  is  served  by 
more  than  one  municipal  waste  treatment  fa¬ 
cility,  a  separate  form  must  be  completed  for 
each  facility  which  is  required  to  obtain  a 
discharge  permit  (see  General  Instructions). 

Item  3.  Complete  this  item  only  if  all  of 
your  waste  is  discharged  to  another  munici¬ 
pal  treatment  facility. 


Item  4.  Check  the  box  indicating  the  mo6t 
prevalent  type  of  treatment  provided  for  the 
waste  water  prior  to  discharge. 

"None” — No  treatment  or  minor  treatment 
less  than  sedimentation  (with  or  without 
chlorination) . 

"Primary” — Sedimentation  alone  or  com¬ 
bined  with  chlorination. 

“Intermediate” — Sedimentation  plus  con¬ 
ventional  chemical  coagulation  processes 
with  or  without  chlorination. 

"Secondary” — Sedimentation  plus  conven¬ 
tional  biological  processes  (e.g„  trickling 


filter  or  activated  sludge),  with  or  without 
chlorination. 

"Advanced” — (Tertiary  treatment) — Sec¬ 
ondary  treatment  plus  an  added  conventional 
secondary  treatment  process  which  will  re¬ 
move  additional  BOD  (biological  oxygen  de¬ 
mand)  and/or  solids  (e.g.,  a  terminal  lagoon, 
sand  filter,  etc.) ,  or  an  added  advanced  treat¬ 
ment  process,  for  further  removal  of  BOD 
and/or  suspended  solids  and  dissolved  solids 
(e  g.,  coagulation-sedimentation  adsorption^ 
reverse  osmosis  and  electrodialysis) . 

Item  5.  Provide  flow  rate  in  million  gallons 
per  day  for  which  facility  was  designed  to 
accommodate. 

Item  6.  Check  the  percentage  of  average 
annual  BOD  (5-day)  actually  removed  from 
the  waste  water  prior  to  its  discharge. 

Item  7.  Check  approximate  total  popula¬ 
tion  served  by  this  facility  including  any 
other  communities  or  installations  which 
may  be  discharging  to  this  facility. 

Item  8.  A  separate  discharge  point  is  de¬ 
fined  as  a  discernible,  confined  conveyance, 
such  as  a  pipe,  ditch,  conduit,  container,  ves¬ 
sel,  or  other  floating  craft,  which  empties  to 
a  body  of  water.  Thl6  includes  sewer  overflow 
and  bypass  points. 

Item  9.  For  any  waste  water  discharged  to 
surface  waters  only  (e.g..  a  lake,  stream, 
creek,  ocean,  etc.) .  check  the  appropriate  box 
(1-7)  to  show  the  average  (annual)  flow  per 
operating  day  (line  A)  and  the  maximum 
flow  observed  in  any  one  day  during  the  last 
year  when  the  discharge  was  occurring  (line 
B).  Also,  on  line  A,  check  one  of  the  boxes 
numbered  8-12,  to  indicate  the  percentage 
of  dally  average  flow  which  is  treated,  before 
discharging  (see  item  3  above) . 

Item  10.  Check  the  appropriate  box(es)  to 
indicate  daily  average  flow  of  waste,  if  any, 
to  places  other  than  surface  waters.  If  a  box 
on  line  C  is  checked  write  in  the  place  of 
discharge  in  the  space  provided. 

Item  11.  Indicate  whether  any  sewage 
sludge  (treated  or  untreated)  is  returned  to 
a  waterway. 

Item  12.  If  any  process  and/or  cooling 
water  waste  from  Industrial  sources  are  pres¬ 
ent  in  the  incoming  flow,  check  the  “yes” 
box  and  enter  number  of  industries  con¬ 
nected  to  the  collection  system. 

Item  13.  "Separate”— Sanitary  sewers  are 
separate  from  surface  storm  drainage.  "Com¬ 
bined” — Sanitary  wastes  and  storm  drainage 
are  carried  in  the  same  channel  or  pipe. 
"Both” — Part  of  the  collection  system  is 
"separate”  and  part  is  "combined”. 

Item  14.  Give  the  name  of  the  waterway 
into  which  all  or  a  major  portion  of  the  waste 
water  is  discharged.  Use  the  name  of  the 
waterway  as  shown  on  published  maps.  If 
the  discharge  is  Into  an  unnamed  tributary, 
give  the  name  of  the  water  body  fed  by  the 
tributary,  and  Identify  as  "Tributary  to” 
(name  of  water  body) . 

Item  IS.  The  term  "toxic  material”  means 
those  materials  or  combination  of  materials, 
including  disease-causing  agents,  which 
after  discharge  and  upon  exposure,  Ingestion, 
inhalation,  or  assimilation  into  any  orga¬ 
nism,  either  directly  from  the  environment 
or  indirectly  by  Ingestion  through  food 
chains  will  cause  death,  disease,  behavioral 
abnormalities,  cancer,  genetic  mutations, 
physiological  malfunctions  (including  mal¬ 
functions  In  reproduction),  or  physical  de¬ 
formations,  in  such  organisms  or  their  off¬ 
springs.  Toxic  substances  include  but  are  not 
limited  to:  lead,  cadmium,  mercury,  vana¬ 
dium,  arsenic,  molybdenum,  antimony,  nickel, 
barium,  beryllium,  copper,  selenium,  zinc, 
nltrilotrlacetic  acid  (NTA) ,  orthonltrochloro- 
benzene  (ONCB),  polychlorinated  biphenyls 
(PCB’8),  dichlordiphenyl-trlchloroethane 
(DDT) . 
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25903 


Flow,  gallons  per  operating  day 

Amount  treated  before  discharging, 
percent 

Discharge  per  operating 
day 

0.1-999 

1000-4000 

5000  9999 

10,000- 

49,999 

50,000 
or  more 

None 

0.1- 

29.9 

30- 

64.9 

66- 

94.9 

96- 

100 

0) 

(2) 

(3) 

(4) 

(5) 

(«) 

(7) 

(8) 

(9) 

(10) 

A.  Sanitary,  dally 
average. 

B.  Cooling  water,  etc' 
daily  average. 

C.  Process  water,  dally 
average. 

D.  Maximum  per  operat¬ 
ing  day  for  com¬ 
bined  discharge. 

,  (all  types). 

11.  If  any  of  the  three  types  of  waste  identified  in  item  9,  either  treated  or  untreated,  are 
discharged  to  places  other  than  surface  waters,  check  below  as  applicable. 


Waste  water  is  discharged  to: 

Average  flow,  gallons  per  operating  day 

0. 1-999 

(1) 

1000-4000 

(2) 

8000  9999 

(3) 

10,000  49,999 

(4) 

80,000  or  more 

(S) 

A.  Municipal  sewer  system _ 

B.  Underground  well _ 

C.  Septic  tank _ _ _ 

D.  Evaporation  lagoon  or  pond. 

E.  Other,  specify: 

0 

12.  Number  of  separate  discharge  points: 

A.  □  1  B.  □  2-3  C.  □  4-5  D.  □  6  or  more 

13.  Receiving  water  name _ 

14.  Does  the  discharge  contain  any  materials  which  may  be  toxic  to  humans  or  other  living 
organisms? 

A.  □  yes  B.  □  no 


Y  r.  Mo.  Day 


I  certify  that  I  am  familiar  with  the  information 
contained  in  this  report  and  that  to  the  best  of 
my  knowledge  and  belief  such  information  is 
true,  complete,  and  accurate. 


Signature  of  Principal  Executive 
Officer  or  Authorized  Agent 


18  U.S.C.  Section  1001  provides  that: 

Whoever,  in  any  matter  within  the  Jurisdiction  of  any  department  or  agency  of  the 
United  States  knowingly  and  wilfully  falsifies,  conceals,  or  covers  up  by  any  trick,  scheme, 
or  device  a  material  fact,  or  makes  any  false,  fictitious,  or  fraudulent  statements  or  repre¬ 
sentations:  or  makes  or  uses  any  false  writing  or  document  knowing  same  to  contain  any 
false,  fictitious,  or  fraudulent  statement  or  entry,  shall  be  fined  not  more  than  $10,000  or 
imprisoned  not  more  than  5  years,  or  both. 


Short  Form  C — Specific  Instructions 

MANUFACTURING 

Item  4.  Complete  this  item  only  if  all  of 
your  waste  is  discharged  to  another  mu¬ 
nicipal  treatment  facility. 

Item  5.  List  the  principal  products  pro¬ 
duced  at  this  location  or  the  raw  material 
consumed,  whichever  one  will  give  a  better 
measure  of  the  over-all  volume  of  produc¬ 
tion  In  conjunction  with  the  number  and 
units  provided  in  item  7.  Where  several 
similar  articles  are  produced,  use  a  broader 
term  which  will  include  all  or  most  of  the 
specific  ones  (e.g.,  "costume  Jewelry”  to 
designate  the  production  of  bracelets,  ear¬ 
rings,  and  pins) . 

Item  6.  Name  the  process  used  for  pro¬ 
ducing  the  principal  product. 


Item  7.  The  maximum  amount  of  prin¬ 
cipal  product  produced  or  raw  material 
consumed  may  be  calculated  on  a  daily, 
monthly,  or  yearly  basis,  whichever  is  more 
convenient.  Check  appropriate  boxes  to  indi¬ 
cate  basis  used  (lines  A-C) ,  and  amount  pro¬ 
duced  or  consumed  (box  1-8) . 

Item  8.  Check  one  box  to  indicate  the  units 
in  which  the  measure  of  production  was  re¬ 
ported  (item  6).  If  box  H  is  checked,  enter 
units  in  the  space  provided. 

Item  9.  If  you  discharge  wastes  all  year, 
check  the  box  provided  in  (a).  Otherwise, 
check  the  box  beside  the  month  (s)  listed 
and  (b)  to  show  when  wastes  are  usually 
discharged.  Also,  check  one  box  under  (c) 
to  show  how  many  days  out  of  the  week  the 
wastes  are  discharged. 


Item  10.  This  item  applies  to  wastes  dis¬ 
charged  to  surface  waters  only  (e.g.,  a  lake, 
stream,  creek,  ocean,  etc.).  Types  of  dis¬ 
charged  waste  water  are  classified  in  the  ta¬ 
ble  as  follows: 

A.  "Sanitary” — Consisting  only  of  used  wa¬ 
ter  from  restrooms,  toilets,  showers,  and  sim¬ 
ilar  sanitary  or  comfort  facilities. 

B.  “Noncontact  Cooling  Water,  Condensed 
Steam,  etc.” — Water  used  for  cooling  steam 
generation,  etc.  which  does  not  come  in  con¬ 
tact  with  the  product,  intermediates,  and/ 
or  raw  materials. 

C.  "Process  Water” — Water  used  directly  in 
the  manufacturing  process,  which  comes  in 
contact  with  the  product,  intermediates,  or 
raw  materials. 

For  each  type  of  waste  discharged,  check  one 
box  (1-5)  to  show  the  average  (annual)  flow 
per  operating  day  (lines  A-C).  This  average 
should  be  based  only  on  the  number  of  ac¬ 
tual  days  during  the  past  year  the  discharge 
is  occurring  and  not  the  entire  calendar  year. 
For  example,  300,000  gallons  of  cooling  water 
is  discharged  in  the  course  of  a  year.  This 
discharge  occurs  for  100  days  of  that  year. 
The  average  daily  flow  if  300,000/100=3,000 
gallons  (box  B-2  should  be  checked)  and  not 
300,000/365=820  gallons. 

If  pretreatment  (such  as  lagooning,  pond¬ 
ing,  chemical  addition,  aeration,  etc.)  before 
discharging  the  wastes  is  practiced  check  the 
appropriate  box  (6-10)  under  the  heading 
“Amount  Treated  Before  Discharging,  Per¬ 
cent”  (lines  A-C).  If  no  treatment  is  used, 
check  the  box  labeled  “None”. 

On  line  D,  check  the  box  (1-5)  to  Indicate 
the  maximum  combined  flow  (of  all  types 
of  discharges  together)  observed  for  any  one 
day  in  the  last  full  year  of  operation.  For 
new  facilities,  this  should  reflect  the  best  en¬ 
gineering  estimates. 

Item  11.  Check  the  appropriate  box(es)  to 
indicate  daily  average  flow  of  waste,  if  any, 
to  places  other  than  surface  waters.  If  a  box 
on  line  E  is  checked,  write  in  the  place  of 
discharge  in  the  space  provided. 

Item  12.  Check  the  box  beside  the  num¬ 
ber  (s)  to  show  the  number  of  separate  dis¬ 
charge  points.  A  separate  discharge  point  is 
defined  as  an  easily  identifiable  completely 
or  partly  enclosed  container  or  channel 
through  which  the  waste  is  discharged  into 
a  body  of  water,  for  example,  a  pipe,  ditch, 
culvert,  refuse  container,  barge,  boat,  etc. 

Item  13.  Give  the  name  of  the  waterway 
into  which  all  or  a  major  portion  of  the 
waste  water  is  discharged.  Whenever  possi¬ 
ble,  use  the  name  of  the  waterway  as  shown 
on  published  maps.  If  the  discharge  is  into 
an  unnamed  tributary,  give  the  name  of  the 
water  body  fed  by  the  tributary  and  identify 
as  tributary  to  (name  of  water  body). 

Item  14.  The  term  “toxic  material”  means 
those  materials,  or  combination  of  mate¬ 
rials,  including  disease-causing  agents,  which 
after  discharge  and  upon  exposure,  ingestion, 
inhalation,  or  assimilation  into  any  organ¬ 
ism,  either  directly  from  the  environment 
or  indirectly  by  injection  through  food  chains 
will  cause  death,  disease,  behavioral  ab¬ 
normalities,  cancer,  genetic  mutations, 
physiological  malfunctions  (including  mal¬ 
functions  in  reproduction),  or  physical  de¬ 
formations,  in  such  organisms  or  their 
offspring.  Toxic  substances  include  but  are 
not  limited  to:  lead,  cadmium,  mercury, 
vanadium,  arsenic,  molybdenum,  antimony, 
nickel,  barium,  beryllium,  copper,  selenium, 
zinc,  nitrilotriacetic  acid  (NTA),  orthoni- 
trochlorobenzene  (ONCB),  polychlorinated 
biphenyls  (PCB’s),  dichlordiphenyl- 
trichloroethane  (DDT) . 
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FOR  OFFICIAL  USE  ONLY 

National  Pollutant  Discharge  Elimination  System  Application  fob  Permit  To 
Discharge — Short  Form  D 

to  be  filed  only  by  services,  wholesale  and  retail  trade,  and  other  commercial 

ESTABLISHMENTS 

Do  not  attempt  to  complete  this  form  without  reading  the  accompanying  instructions 

1.  Facility: 

A.  Name  - - - 

B.  Street  address _ 1 _ _ 

C.  City -  D.  State _ 

E.  County _ _  F.  ZIP _ _ 

2.  SIC . 

(leave  blank) 

5.  Number  of  employees _ 

4.  Nature  of  business _ _ 

6.  (a)  Check  here  if  discharge  occurs  all  year  Q  or 

(b)  Check  the  month (s)  discharge  occurs: 

1.  □  January  2.  □  February  3.  □  March  4.  □  April  5.  □  May  6.  □  June 

7.  □  July  8.  □  August  9.  □  September  10.  □  October  11.  □  November 
12.  □  December 

(c)  How  many  days  per  week: 

1.  □  1  2.  □  2-3  3.  □  4-5  4.  □  6-7 

6.  Types  of  waste  water  discharged  to  surface  waters  only  (check  as  applicable) 


Flow,  gallons  per  operating  day 

Amount  treated  before 
discharging'  percent 

Discharge  per 
operating  day 

0.1-999 

1000-4000 

5000-9999 

10,000- 

49,999 

50,000 
or  more 

None 

0.1- 

29.9 

30- 

64.9 

65- 

94.9 

95- 

100 

0) 

(2) 

(3) 

(4) 

(5) 

(6) 

(7) 

(8) 

(9) 

(10) 

A.  Sanitary,  daily 
average. 

B.  Cooling  water,  etc., 
daily  average. 

C.  Other  discharge  (s), 
daily  average; 

Specify 

D.  Maximum  per  operat¬ 
ing  day  for  combined 
discharge  (all  types). 

7.  If  any  of  the  types  of  waste  identified  in  item  6,  either  treated  or  untreated,  are  discharged 
to  places  other  than  surface  waters,  check  below  as  applicable. 


Waste  water  is  discharged  to: 

Average  flow,  gallons  per  operating  day 

0.1-999 

(1) 

1000-4000 

(2) 

5000-9999 

(3) 

10,000-49,999 

(4) 

50,000  or  more 

(5) 

A.  Municipal  sewer  system . 

B.  Underground  well . 

C.  Septic  tank ..  . . 

D.  Evaporation  lagoon  or  pond- 

E.  Other,  specify: 

8.  Number  of  separate  discharge  points: 

A.  □  1  B.  □  2-3  C.  □  4-5  D.  □  6  or  more 

9.  Receiving  water  name _ _ _ _ 

10.  Does  the  discharge  contain  any  materials  which  may  be  toxic  to  humans  or  other  living 
organisms? 

A.  □  yes  B.  □  no 


I  certify  that  I  am  familiar  with  the  information 
contained  in  this  report  and  that  to  the  best  of 

my  knowledge  and  belief  such  Information  is  - 

true,  complete,  and  accurate.  Signature  of  Principal  Executive 

Officer  or  Authorized  Agent 


18  U.S.C.  Section  1001  provides  that: 

Whoever,  in  any  matter  within  the  Jurisdiction  of  any  department  or  agency  of  the 
United  States  knowingly  and  wilfully  falsifies,  conceals,  or  covers  up  by  any  trick,  scheme, 
or  device  a  material  fact,  or  makes  any  false,  fictitious,  or  fraudulent  statements  or  repre¬ 
sentations;  or  makes  or  uses  any  false  writing  or  document  knowing  same  to  contain  any 
false,  fictitious,  or  fraudulent  statement  or  entry,  shall  be  fined  not  more  than  (10,000  or 
imprisoned  not  more  than  5  years,  or  both. 


Date 


y  r.  Mo.  Day 


Short  Form  D — Specific  Instructions 

SERVICES,  WHOLESALE  AND  RETAIL  TRADE  AND 
OTHER  COMMERCIAL  ESTABLISHMENTS 

Item  4.  Briefly  state  the  nature  of  your 
business  or  service. 

Item  5.  If  you  discharge  wastes  all  year, 
check  the  box  provided  in  (a).  Otherwise 
check  the  box  beside  the  month (s)  listed 
under  (b)  to  show  when  wastes  are  usually 
discharged. 

Also,  check  one  box  under  (c)  to  show  how 
many  days  out  of  the  week  the  wastes  are 
usually  discharged. 

Item  6.  This  item  applies  to  wastes  dis¬ 
charged  to  surface  waters  only  (e.g.,  a  lake, 
stream,  creek,  ocean,  etc.).  Types  of  dis¬ 
charged  waste  water  are  classified  in  the 
table  as  follows : 

A.  “Sanitary” — Consisting  only  of  used 
water  from  bathrooms,  toilets,  showers,  and 
similar  sanitary  or  comfort  facilities. 

B.  “Cooling  water,  condensed  steam, 
etc.” — Spent  water  from  air-conditioning 
system,  heating  plants  etc. 

C.  “Other” — Water  used  for  purposes  other 
than  the  two  named  above  to  which  some¬ 
thing  is  added  during  its  use  (e.g.,  deter¬ 
gents  in  laundries,  disinfectants  in  hospitals, 
remains  of  food  in  restaurants,  etc.) . 

For  each  type  of  waste  discharged,  check 
one  box  (1-5)  to  show  the  average  (annual) 
flow  per  operating  day  (lines  A-C).  This 
average  should  be  based  only  on  the  number 
of  days  the  discharge  is  occurring  and  not 
the  entire  calendar  year.  For  example.  300,000 
gallons  of  cooling  water  is  discharged  in  the 
course  of  a  year.  The  discharge  occurs  for 
100  days  of  that  year.  The  average  daily 
flow  is  300,000/100  =  3,000  gallons  (box  B-2 
should  be  checked)  and  not  300,000/365=820 
gallons. 

If  treatment  (such  as  chemical  addition, 
aeration,  “packaged”  treatment  plants,  etc.) 
before  discharging  the  wastes  is  practiced, 
check  the  appropriate  box  (6-10)  under  the 
heading  “Amount  Treated  Before  Discharg¬ 
ing,  Percent”,  to  show  the  percentage  of  total 
wastes  of  a  given  type  (lines  A-C)  which  is* 
treated.  If  no  pre treatment  is  used  check  the 
box  labeled  “None”.  On  line  D,  check  the 
box  (1-5)  to  Indicate  the  maximum  combined 
flow  (of  all  types  of  discharges  together) 
observed  for  any  one  day  in  the  last  full 
year  of  operation.  For  new  facilities,  this 
should  reflect  the  best  engineering  estimates. 

Item  7.  Check  the  appropriate  box(es)  to 
indicate  daily  average  flow  of  wastes,  if  any, 
places  other  than  surface  waters.  It  a  box 
on  line  E  is  checked,  write  in  the  place  of 
discharge  in  the  space  provided. 

Item  8.  Check  the  box  beside  the  num¬ 
bers)  to  show  the  number  of  separate  dis¬ 
charge  points.  A  separate  discharge  point  is 
defined  as  a  completely  or  partly  enclosed 
container  or  channel  through  which  the 
waste  is  discharged  into  a  body  of  water,  for 
example,  a  pipe,  ditch,  culvert,  refuse  con¬ 
tainer,  barge,  boat,  etc. 

Item  9.  Give  the  name  of  the  waterway 
into  which  all  or  a  major  portion  of  the 
waste  water  is  discharged.  Whenever  possible, 
use  the  name  of  the  waterway  as  shown  on 
published  maps.  If  the  discharge  is  into  an 
unnamed  tributary,  give  the  name  of  the 
water  body  fed  by  the  tributary  and  Identify 
as  tributary  to  (name  of  water  body). 

Item  10.  The  term  “toxic  material”  means 
those  materials,  or  combination  of  materials, 
including  disease-causing  agents,  which  after 
discharge  and  upon  exposure,  ingestion,  in¬ 
halation,  or  assimilation  into  any  organism, 
either  directly  from  the  environment  or  in¬ 
directly  by  ingestion  through  food  chains  will 
cause  death,  disease,  behavioral  abnormal¬ 
ities,  cancer,  genetic  mutations,  physiological 
malfunctions  (Including  malfunctions  in  re¬ 
production),  or  physical  deformations,  in 
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such  organisms  or  their  offspring.  Toxic  sub-  beryllium,  copper,  selenium,  zinc,  nitrilotrl- 
stances  Include  but  axe  not  limited  to:  Lead,  acetic  acid  (NTA) ,  ortbonltrocblorobenzene 
cadmium,  mercury,  vanadium,  arsenic,  (ONCB),  polychlorinated  biphenyls  (PCB’s) , 
molybdenum,  antimony,  nickel,  barium,  dlchlordlphenyl-trlchloroethane  (DDT). 


NATIONAL  POLLUTANT  DISCHARGE  ELIMINATION  SYSTEM 

Discharge  Monitoring  Report 

r  ~i 


L  -J 

(2-3)  (4-16)  (17-19) 


% 

(20-21) 

(22-23) 

(24-26) 

(26-27) 

(28-29) 

(30-31) 

Reporting  period:  From 

1 

1 

1 

To 

1 

1 

1 

Year 

Mo. 

Day 

Year 

Mo. 

Day 

(32-37) 


Latitude 

Longitude 

Parameter 

(3  card  only)  Quantity 

(38-48)  (46-53)  (54-61)  (62-63) 

Minimum 

Average 

Maximum 

Units 

No. 

EX 

Reported 

Permit 

condition 

Reported 

Permit 

condition 

Reported 

Permit 

condition 

Reported 

Permit 

condition 

Reported 

Permit 

condition 

Reported 

’  Permit 
condition 

Reported 

Permit 

condition 

Reported 

Permit 

condition 

- 

Name  of  Principal  Executive  Officer 

Title  of  the  officer 

Date 

\ 

1  1 

1 

Last  First  Middle 

Title 

Year  Mo.  Day 
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Rational  pollutant  discharge  elimination  system — continued 
Discharge  Monitoring  Report — Continued 


INSTRUCTIONS 

1.  Provide  dates  for  period  covered  by  this  report  in  spaces  marked  “Reporting  period’’. 

2.  Enter  reported  minimum,  average  and  maximum  values  under  "Quantity”  and  “Concentration”  in  the  units 
specified  for  each  parameter  as  appropriate.  Do  not  enter  values  in  boxes  containing  asterisks.  "Average”  is 
average  computed  over  actual  time  discharge  is  operating.  “Maximum”  and  “Minimum”  are  extreme  values 
observed  during  the  reporting  period. 

3.  Specify  the  number  of  analysed  samples  that  exceed  the  maximum  (and/or  minimum  as  appropriate)  permit 
conditions  in  the  columns  labeled  “No.  Ex.”  If  none,  enter  “0”. 

4.  Specify  frequency  of  analysis  for  each  parameter  as  No.  analyses/No.  days,  (e.g.,  "$4”  is  equivalent  to  3  analyses 
performed  every  7  days.)  If  continuous  enter  “Cont.” 

6.  Specify  sample  type  (“grab”  or  “  hr.  composite”)  as  applicable.  If  frequency  was  continuous,  enter  “NA”. 

6.  Appropriate  signature  is  requiredon  bottom  of  this  form. 

7.  Remove  carbon  and  retain  copy  for  your  records. 

8.  Fold  along  dotted  lines,  staple  and  mail  Original  to  office  specified  in  permit. 


(64-68)  (69-70) 


(4  card  only)  Concentration 

(38-46)  (46-63)  (64-61)  (62-63) 

Frequency 

of 

analysis 

Sample 

type 

Minimum 

Average 

Maximum 

Units 

No. 

EX 

* 

r 

I  certify  that  I  am  familiar  with  the  information  contained  in  this  re¬ 
port  and  that  to  the  best  of  my  knowledge  and  belief  such  information  _ _ 

is  true,  complete,  and  accurate. 

Signature  of  Principal  Executive  Officer 
or  Authorized  Agent 
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